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ORIGIN COME-OO 

INFO OCT-01 AF-06 ISO-OO EB-07 /014R 

DRAFTED BY COM/()IC/OED/MEPD/L"NGLESON:DMW 
APPROVED BY EB/OCA/CM/AW ALLACE 
COM/BIC/OED/MEPD/JM,ANDS, DIR 
COM/3IC/OIM (INFO) 

AF/W/SPATRICK 

044047 

P 271925Z FEB 76 

FM SECSTATE WASHDC 

TO AMEMBASSY LAGOS PRIORITY 

UNCLAS STATE 048043 

E.O. 11652:N/A 

TAGS: 0ENC, NI 

SUBJECT: NIGERIA SEEKS EXPERT APPRAISAL OF COUNTRY'S 

— ELECTRICAL SYSTEM 

1 . MEPD CONTACTED BY RAY LA SALLE OF STANLEY CONSULTANTS, 
MUSCATINE, IOWA. LA SALLE STATED STANLEY JUST REC-IVED 
CAHILL'S CABLE TODAY (FE0 ,6) ADVISING THAT THEY WERE 

ONE OF EIGHT U.S. FI, MS REQUESTED TO SUBMIT PROPOSAL 
BY MARCH 20 AND THAT FOUR BRAZILIAN FIRMS WERE ALSO 
INVITED. 

2. LA SALLE EMPHASIZED URGENT NEED FOR QUANTITATIVE 
INFORMATION IN OFFER TO MEET DETAILED PROPOSAL REQUIRE- 
MENTS WHICH INCLUDE PROFESSIONAL FEES AND REIMBURSIBLE 
EXPNESES. STANLEY NEEDS AND WILL APPRECIATE EMBASSY 
SENDING DIRECTLY TO MUSCATINE BY MARCH 2 FOLLOWING INFO: 

— 1. NUMBER OF MILES OF TRANSMISSION LINE INVOLVED 

— AT THE VARIOUS VOLTAGES . 

— 2. LOCATIONS OF SUBSTATIONS 
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— 3. NUM9ER OF CONSUMERS 

— 4. THE NUMBER, SIZE, TYPE A'D LOCATION OF 
— - GENERATING UNITS 

— 5. KILOU ATT DEMAND 

— 6. TOTAL INSTALLED KILOWATTS 

— 7. GENERATOR KILOWATT HOURS 

APPRECIATE ASSISTANCE. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE048043 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 0IC/OED/MEPD/L 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760074-1084 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976023/aaaaacjo.tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 9 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 JUL 2004 by schwenja>; APPROVED <08 SEP 2004 by castelsl> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NIGERIA SEEKS EXPERT APPRAISAL OF COUNTRY'S — ELECTRICAL SYSTEM 
TAGS: OEXC, Nl 
To: LAGOS 
Type: TE 
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